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(Chang and Wright). 2006;96:143-4 
Adhesives 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes et al). 2006;96:115-21 
Aging 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics ( Papanagiotou ct al). 2006;96:154-64 
Airborne-particle abrasion 
A method for avoiding demarcation lines when processing den- 
tures with a definitive denture base (Reeson and Hunter). 
2006;96:219 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics (Papanagiotou et al). 2006;96:154-64 
Airway obstruction 
Health-related quality of life in patients with sleep-disordered 
breathing: effect of mandibular advancement appliances 
(Johal). 2006;96:298-302 
Alloys 
Fabrication of custom clips for bar-and-clip attachments for 
implant-supported overdentures (Bolouri and Zartman). 
2006;96:379-80 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 


*July, 1-78; August, 79-148; September, 149-226; October, 227-308; 
November, 309-386; December, 387-486. 
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Aluminum silicates 
The effects of porcelain polishing systems on the color and surface 
texture of feldspathic porcelain (Sarac et al). 2006;96:122-8 
Autopolymerization 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes ct al). 2006;96:115-21 
A solid bar splint for open-tray implant impression technique 
(Chang and Wright). 2006;96:143-4 


B 
Bisphosphonate; see Diphosphonates 
Bond strength 
Bond strength between root dentin and three glass-fiber post 
systems (Kalkan et al). 2006;96:41-6 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006:96:412-7 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes et al). 2006;96:115-21 
Influence of post-etching cleaning and connecting porcelain on the 
microtensile bond strength of composite resin to feldspathic 
porcelain (Magne and Cascione ). 2006;96:354-61 
Influence of thermal and mechanical stresses on the strength of 
intact and relined denture bases (Seo et al). 2006;96:59-67 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Shear bond strength of metal-ceramic repair systems (dos Santos 
et al). 2006;96:165-73 
Bone screws 
Application of interim fixed reference points to maintain the occlu- 
sal vertical dimension: a technique for immediate loading pro- 
tocols in the edentulous mandible ( Holst et al). 2006;96:134-8 
A technique to transfer screw-retained angled abutments betore in- 
serting a definitive prosthesis (Wang and Lin). 2006;96:222-3 


C 
CAD/CAM; see Computer-aided design 
Candida 
Influence of acrylic resin polymerization methods and saliva on the 
adherence of four Candida species (Moura et al). 2006;96: 
205-11 
Cantilever 
Evaluation of welded titanium joints used with cantilevered im- 
plant-supported prostheses (Hart and Wilson ). 2006;96:25-32 
Repair of a milled cantilevered implant overdenture bar: a clinical 
report (Rasmussen et al). 2006;96:84-7 
Caries 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Complications associated with fixed partial dentures with a loose 
retainer (Curtis et al). 2006;96:245-51 
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Casting technique 
Full-body impression technique for conjoined twins: a clinical 
report (Engelmeier et al). 2006;96:317-21 
A technique to transfer screw-retained angled abutments before in- 
serting a definitive prosthesis (Wang and Lin). 2006;96:222-3 
Cements 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 
Retention of zirconium oxide ceramic crowns with three types of 
cement (Palacios et al). 2006;96:104-14 
Ceramics 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
The efficacy of posterior three-unit zirconium-oxide—based ce- 
ramic fixed partial dental prostheses: a prospective clinical pilot 
study ( Raigrodski et al). 2006;96:237-44 
An evaluation of wear when enamel is opposed by various ceramic 
materials and gold (Elmaria et al). 2006;96:345-53 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 
Management of a partially edentulous patient with malpositioned 
implants, using all-ceramic abutments and all-ceramic restora- 
tions: a clinical report (Duff and Razzoog). 2006;96:309-12 
Restoration of immediately placed implants in 3 appointments: 
from surgical placement to definitive prostheses (Ercoli et al). 
2006;96:212-8 
Retention of zirconium oxide ceramic crowns with three types of 
cement (Palacios et al). 2006;96:104-14 
Tissue healing under provisional restorations with ovate pontics: a 
pilot human histological study (Orsini et al). 2006;96:252-7 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics (Papanagiotou et al). 2006;96: 
154-64 
Chemical treatment 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 
Cherubism 
A prosthetic treatment approach for a cherubism patient: a clinical 
report (Yilmaz et al). 2006;96:313-6 
Chromium 
Combination fixed and removable prostheses using a CoCr alloy: 
a clinical report (Viennot et al). 2006;96:100-3 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 
2006:96:273-82 
Chromium-cobalt alloys; see Chromium alloys 
Classic article 
Clinical assessment of vertical dimension (Turrell). 2006;96:79-83 
Cleft lip 
A method for positioning the premaxilla during impression making 
for a patient with bilateral cleft lip and palate: a clinical report 
(Tuna et al). 2006;96:233-6 
Cleft palate 
A method for positioning the premaxilla during impression making 
for a patient with bilateral cleft lip and palate: a clinical report 
(Tuna et al). 2006;96:233-6 
CoCr alloys; see Chromium alloys 
Colloids 
Water quality impact on setting of irreversible hydrocolloid impres- 
sion materials (Bradna and Cerna). 2006;96:443-8 


SUBJECT INDEX 


Color 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
The effect of polishing techniques on the surface roughness and 
color change of composite resins (Sarac et al). 2006;96: 
33-40 
The effects of porcelain polishing systems on the color and surface 
texture of feldspathic porcelain (Sarac et al). 2006;96:122-8 
Influence of illuminants on the color distribution of shade guides 
(Park et al). 2006;96:402-11 
Influence of the amount of UV component in daylight simulator 
on the color of dental composite resins (Lu et al). 2006;96: 
322-7 
Color 
Comparison of the shade matching ability of dental students using 
two light sources (Curd et al). 2006;96:391-6 
Communication 
Considerations for services from dental technicians in fabrication of 
fixed prostheses: a survey of commercial dental laboratories in 
Thessaloniki, Greece (Hatzikyriakos et al). 2006;96:362-6 
Complete denture; see Denture, complete 
Composite dental resin; see Acrylic resins; Composite resins 
Composite resins 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Attaching a magnetic root coping to a fiber-reinforced post 
(Makihira and Sadamori). 2006;96:38 1-2 
Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
The effect of polishing techniques on the surface roughness and 
color change of composite resins (Sarac et al). 2006;96:33-40 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes et al). 2006;96:115-21 
Influence of post-etching cleaning and connecting porcelain on the 
microtensile bond strength of composite resin to feldspathic 
porcelain (Magne and Cascione). 2006;96:354-61 
Influence of the amount of UV component in daylight simulator 
on the color of dental composite resins (Lu et al). 
2006;96:322-7 
Prosthodontic treatment of a patient with hemimandibular elonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
Wear evaluation of porcelain opposing gold, composite resin, and 
enamel ( Kadokawa et al). 2006;96:258-65 
Computer-aided design 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Use of CAD/CAM technology to fabricate a removable partial 
denture framework (Williams et al). 2006;96:96-9 


Letters. 2006;96:149 
Corrosion 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 
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Craniomandibular disorders 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Crowns 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
Management of a partially edentulous patient with malpositioned 
implants, using all-ceramic abutments and all-ceramic restora- 
tions: a clinical report (Duff and Razzoog). 2006;96:309-12 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Prosthodontic treatment of a patient with hemimandibular elonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
Retention of zirconium oxide ceramic crowns with three types of 
cement (Palacios et al). 2006;96:104-14 


D 
Deglutition 
The evaluation of the use of a delayed surgical obturator in dentate 
maxillectomy patients by considering days elapsed prior to 
commencement of postoperative oral feeding (Park and 
Kwon). 2006;96:449-53 
Masticatory and swallowing threshold performances with conven- 
tional and implant-supported prostheses after mandibular fib- 
ula free-flap reconstruction (Roumanas et al). 2006;96:289-97 
Dental abutments 
Complications associated with fixed partial dentures with a loose 
retainer (Curtis et al). 2006;96:245-51 
Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 
Management of a partially edentulous patient with malpositioned 
implants, using all-ceramic abutments and all-ceramic restora- 
tions: a clinical report (Duff and Razzoog). 2006;96:309-12 
A technique to transter screw-retained angled abutments before in- 
serting a definitive prosthesis (Wang and Lin). 2006;96:222-3 
Dental bonding 
Bond strength between root dentin and three glass-fiber post 
systems (Kalkan et al). 2006;96:41-6 
Dental casting technique 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Dental cements 
Bond strength between root dentin and three glass-fiber post 
systems (Kalkan et al). 2006;96:41-6 
Dental implantation 
Application of interim fixed reference points to maintain the occlu- 
sal vertical dimension: a technique for immediate loading pro- 
tocols in the edentulous mandible ( Holst et al). 2006;96:134-8 
A solid bar splint for open-tray implant impression technique 
(Chang and Wright). 2006;96:143-4 
A surgical guide for dental implant placement in edentulous poste- 
rior regions (Atsu). 2006;96:129-33 
Dental impression materials 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Dental impression technique; see Impression technique 
Dental materials 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
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Considerations for services from dental technicians in fabrication 
of fixed prostheses: a survey of commercial dental laboratories 
in Thessaloniki, Greece (Hatzikyriakos et al). 2006;96:362-6 

Treatment concepts for restoration of endodontically treated teeth: 
a nationwide survey of dentists in Germany (Naumann et al). 
2006;96:332-8 

Dental polishing 

The effect of polishing techniques on the surface roughness 
and color change of composite resins (Sarac et al). 2006;96: 
33-40 

The effects of porcelain polishing systems on the color and surface 
texture of feldspathic porcelain (Sarac et al). 2006;96:122-8 

Dental prosthesis, implant-supported 

Efficacy of conventiona! and implant-supported mandibular resec- 
tion prostheses: study overview and treatment outcomes 
(Garrett et al). 2006;96:13-24 

Evaluation of welded titanium joints used with cantilevered im- 
plant-supported prostheses (Hart and Wilson). 2006;96:25-32 

Fabrication of custom clips for bar-and-clip attachments for 
implant-supported overdentures (Bolouri and Zartman). 
2006;96:379-80 

Masticatory and swallowing threshold performances with conven- 
tional and implant-supported prostheses after mandibular fib- 
ula free-flap reconstruction (Roumanas et al). 2006;96:289-97 

Prosthodontic management of edentulous patient with limited oral 
access using implant-supported prostheses: a clinical report 
(Cheng et al). 2006;96:1-6 

Restoration of immediately placed implants in 3 appointments: 
from surgical placement to definitive prostheses (Ercoli et al). 
2006;96:212-8 

Dental prosthesis design 

Evaluation of welded titanium joints used with cantilevered im- 

plant-supported prostheses (Hart and Wilson ). 2006;96:25-32 
Dental prosthesis repair 

Shear bond strength of metal-ceramic repair systems (dos Santos 
et al). 2006;96:165-73 

Transferring anterior guidance for the fixed complete denture 
(Siadat and Alikhasi). 2006;96:68-9 

Dental prosthesis retention 

Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 

Retention of zirconium oxide ceramic crowns with three types of 
cement (Palacios et al). 2006;96:104-14 

Dental prothesis, implant-supported 

Dental implant-assisted prosthetic rehabilitation of a patient with a 
bilateral maxillectomy defect secondary to mucormycosis 
(Oh and Roumanas). 2006;96:88-95 

Repair of a milled cantilevered implant overdenture bar: a clinical 
report (Rasmussen et al). 2006;96:84-7 

A surgical guide for dental implant placement in edentulous poste- 
rior regions (Atsu). 2006;96:129-33 

Dental prothesis design 

Repair of a milled cantilevered implant overdenture bar: a clinical 
report (Rasmussen et al). 2006;96:84-7 

A solid bar splint for open-tray implant impression technique 
(Chang and Wright). 2006;96:143-4 

Dental prothesis repair 

Repair of a milled cantilevered implant overdenture bar: a clinical 

report (Rasmussen et al). 2006;96:84-7 
Dental pulp 

Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 

Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
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Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
Dental pulp cavity 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Dental restoration, permanent 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Dental restoration, temporary; see Restoration, temporary 
Dental restoration failure 
Physical and metallurgical considerations of failures of soldered 
bars in bar attachment systems for implant overdentures: a 
review of the literature (Waddell et al). 2006;96:283-8 
Dental stress analysis 
Evaluation of welded titanium joints used with cantilevered 
implant-supported prostheses (Hart and Wilson). 2006;96: 
25-32 
Influence of thermal and mechanical stresses on the strength of 
intact and relined denture bases (Seo et al). 2006;96:59-67 
Dental technicians 
Considerations for services from dental technicians in fabrication of 
fixed prostheses: a survey of commercial dental laboratories in 
Thessaloniki, Greece ( Hatzikyriakos et al). 2006;96:362-6 
Dentin 
Bond strength between root dentin and three glass-fiber post 
systems (Kalkan et al). 2006;96:41-6 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes et al). 2006;96:115-21 
Dentists 
Considerations for services from dental technicians in fabrication 
of fixed prostheses: a survey of commercial dental laboratories 
in Thessaloniki, Greece ( Hatzikyriakos et al). 2006;96:362-6 
Denture, complete 
Accurate location of postpalatal seal area on the maxillary complete 
denture cast (Chang and Wright). 2006;96:454-5 
Comparison of the occlusal vertical dimension after processing 
complete dentures made with lingualized balanced occlusion 
and conventional balanced occlusion (Basso et al). 2006;96: 
200-4 
Impression procedures and construction of a sectional denture for a 
patient with microstomia: a clinical report (Geckili et al). 2006; 
96:387-90 
Restoration of immediately placed implants in 3 appointments: 
from surgical placement to definitive prostheses (Ercoli et al). 
2006;96:212-8 
Transferring anterior guidance for the fixed complete denture 
(Siadat and Alikhasi). 2006;96:68-9 
Denture, overlay 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 
Fabrication of custom clips for bar-and-clip attachments for 
implant-supported overdentures (Bolouri and Zartman). 
2006;96:379-80 
Physical and metallurgical considerations of failures of soldered 
bars in bar attachment systems for implant overdentures: a 
review of the literature (Waddell et al). 2006;96:283-8 
A prosthetic treatment approach for a cherubism patient: a clinical 
report (Yilmaz et al). 2006;96:313-6 
Repair of a milled cantilevered implant overdenture bar: a clinical 
report (Rasmussen et al). 2006;96:84-7 
A technique to fabricate metal occlusal surfaces for the overlay 
removable partial denture (Lee and Oster). 2006;96:456-7 
Denture, partial, fixed 
Combination fixed and removable prostheses using a CoCr alloy: a 
clinical report (Viennot et al). 2006;96:100-3 
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Complications associated with fixed partial dentures with a loose 
retainer (Curtis et al). 2006;96:245-51 
Considerations for services from dental technicians in fabrication of 
fixed prostheses: a survey of commercial dental laboratories in 
Thessaloniki, Greece (Hatzikyriakos et al). 2006;96:362-6 
The efficacy of posterior three-unit zirconium-oxide—based ce- 
ramic fixed partial dental prostheses: a prospective clinical pilot 
study (Raigrodski et al). 2006;96:237-44 
A prosthetic treatment approach for a cherubism patient: a clinical 
report (Yilmaz et al). 2006;96:313-6 
Prosthodontic treatment of a patient with hemimandibular elonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
Tissue healing under provisional restorations with ovate pontics: a 
pilot human histological study (Orsini et al). 2006;96:252-7 
Denture, partial, removable 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Combination fixed and removable prostheses using a CoCr alloy: a 
clinical report (Viennot et al). 2006;96:100-3 
Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 
Prosthodontic treatment of a patient with hemimandibular elonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
A technique to fabricate metal occlusal surfaces for the overlay 
removable partial denture (Lee and Oster). 2006;96:456-7 
Transferring anterior guidance for the fixed complete denture 
(Siadat and Alikhasi). 2006;96:68-9 
Use of CAD/CAM technology to fabricate a removable partial 
denture framework (Williams et al). 2006;96:96-9 
Denture bases 
Fabrication of a duplicate denture using visible light-polymerized 
resin as an interim denture base (Gorman and O'Sullivan). 
2006;96:374-6 
Impact strength and fracture morphology of denture acrylic resins 
(Faot et al). 2006;96:367-73 
Influence of thermal and mechanical stresses on the strength of 
intact and relined denture bases (Seo et al). 2006;96:59-67 
A method for avoiding demarcation lines when processing den- 
tures with a definitive denture base (Reeson and Hunter). 
2006;96:219 
Physical properties of a new denture lining material containing a 
fluoroalky! methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Denture design 
Accurate location of postpalatal seal area on the maxillary complete 
denture cast (Chang and Wright). 2006;96:454-5 
Combination fixed and removable prostheses using a CoCr alloy: 
a clinical report (Viennot et al). 2006;96:100-3 
Considerations for services from dental technicians in fabrication of 
fixed prostheses: a survey of commercial dental laboratories in 
Thessaloniki, Greece (Hatzikyriakos et al). 2006;96:362-6 
Use of CAD/CAM technology to fabricate a removable partial 
denture framework (Williams et al). 2006;96:96-9 
Denture liners 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Denture retention; see Retention 
Dentures 
A functional impression technique for capturing the superior posi- 
tion of the soft palate (Jeannin and Millet). 2006;96:145-6 
Diphosphonates 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon). 2006;96:7-12 
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E 
Elasticity 
Viscoelastic behavior and fracture toughness of six glass-ionomer 
cements (Yamazaki et al). 2006;96:266-72 
Elastomers 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 
Enamel 
An evaluation of wear when enamel is opposed by various ceramic 
materials and gold (Elmaria et al). 2006;96:345-53 
Wear evaluation of porcelain opposing gold, composite resin, and 
enamel ( Kadokawa et al). 2006;96:258-65 
Endodontics 
Treatment concepts for restoration of endodontically treated teeth: 
a nationwide survey of dentists in Germany (Naumann et al). 
2006;96:332-8 
Esthetics 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
An overview of treatment considerations for esthetic restorations: a 
review of the literature (Sadowsky ). 2006;96:433-42 


F 
Facial asymmetry 
Prosthodontic treatment of a patient with hemimandibular clonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
Finishing; see Polishing 
Fixed partial denture; see Denture, partial, fixed 
Flexural strength 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics (Papanagiotou ct al). 2006;96:154-64 
Fluorides 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Fracture resistance 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Viscoelastic behavior and fracture toughness of six glass-ionomer 
cements (Yamazaki et al). 2006;96:266-72 
Fractures 
Impact strength and fracture morphology of denture acrylic resins 
(Faot et al). 2006;96:367-73 
Frameworks 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Use of CAD/CAM technology to fabricate a removable partial 
denture framework (Williams et al). 2006;96:96-9 


G 
Gingiva 
Tissue healing under provisional restorations with ovate pontics: a 
pilot human histological study (Orsini et al). 2006;96:252-7 
Gingival recession 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Glass 
Bond strength between root dentin and three glass-fiber post sys- 
tems (Kalkan et al). 2006;96:41-6 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 
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Glass ionomer cements 
Viscoelastic behavior and fracture toughness of six glass-ionomer 
cements (Yamazaki et al). 2006;96:266-72 
Gold 
An evaluation of wear when enamel is opposed by various ceramic 
materials and gold (Elmaria et al). 2006;96:345-53 
Fabrication of custom clips for bar-and-clip attachments for im- 
plant-supported overdentures (Bolouri and Zartman). 2006; 
96:379-80 
Wear evaluation of porcelain opposing gold, composite resin, and 
enamel (Kadokawa et al). 2006;96:258-65 
Guides 
Influence of illuminants on the color distribution of shade guides 
(Park et al). 2006;96:402-11 


H 
Halogen polymerization 
Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
Hydrocolloid; see Colloids 


Impact strength 
Impact strength and fracture morphology of denture acrylic resins 
(Faot et al). 2006;96:367-73 
Implants 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
The fabrication and use of an extraoral surgical guide for implant 
placement coincident with soft tissue matrix expansion grafts: 
a clinical report (Kudyba et al). 2006;96:227-32 
Management of a partially edentulous patient with malpositioned 
implants, using all-ceramic abutments and all-ceramic restora- 
tions: a clinical report (Duff and Razzoog). 2006;96:309-12 
Physical and metallurgical considerations of failures of soldered 
bars in bar attachment systems for implant overdentures: a 
review of the literature (Waddell et al). 2006;96:283-8 
Restoration of immediately placed implants in 3 appointments: 
from surgical placement to definitive prostheses (Ercoli et al). 
2006;96:212-8 
A simple open-tray implant impression technique (Windhorn and 
Gunnell). 2006;96:220-1 
A technique to transfer screw-retained angled abutments before in- 
serting a definitive prosthesis (Wang and Lin). 2006;96:222-3 
Use of a provisional restoration as a radiographic guide prior to 
implant placement (Rosner et al). 2006;96:303-4 
Impression materials 
Water quality impact on setting of irreversible hydrocolloid impres- 
sion materials (Bradna and Cerna). 2006;96:443-8 
Impression technique 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 
Fabrication of a duplicate denture using, visible light-polymerized 
resin as an interim denture base (Gorman and O'Sullivan). 
2006;96:374-6 
Full-body impression technique for conjoined twins: a clinical 
report (Engelmeier et al). 2006;96:317-21 
A functional impression technique for capturing the superior posi- 
tion of the soft palate (Jeannin and Millet). 2006;96:145-6 
Impression procedures and construction of a sectional denture for a 
patient with microstomia: a clinical report (Geckili et al). 2006; 
96:387-90 
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A method for positioning the premaxilla during impression making 
for a patient with bilateral cleft lip and palate: a clinical report 
(Tuna et al). 2006;96:233-6 

A simple open-tray implant impression technique (Windhorn and 
Gunnell). 2006;96:220-1 

A solid bar splint for open-tray implant impression technique 
(Chang and Wright). 2006;96:143-4 


J 
Jaw, edentulous 
Application of interim fixed reference points to maintain the oc- 
clusal vertical dimension: a technique for immediate loading 
protocols in the edentulous mandible (Holst et al). 2006;96: 
134-8 
Management of a partially edentulous patient with malpositioned 
implants, using all-ceramic abutments and all-ceramic restora- 
tions: a clinical report (Duff and Razzoog ). 2006;96:309-12 
Asurgical guide for dental implant placement in edentulous poste- 
rior regions (Atsu). 2006;96:129-33 
Transferring anterior guidance for the fixed complete denture 
(Siadat and Alikhasi). 2006;96:68-9 
Jaw relation record 
Clinical assessment of vertical dimension (Turrell). 2006;96:79-83 
(Classic article ) 


L 
Lasers 
Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 
Letters 
Letters. 2006;96:149 
Light 
Comparison of the shade matching ability of dental students using 
two light sources (Curd et al). 2006;96:391-6 
Influence of illuminants on the color distribution of shade guides 
(Park et al). 2006;96:402-11 
Influence of light-activated and auto- and dual-polymerizing adhe- 
sive systems on bond strength of indirect composite resin to 
dentin (de Menezes et al). 2006;96:115-21 
Light polymerization 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Fabrication of a duplicate denture using visible light-polymerized 
resin as an interim denture base (Gorman and O'Sullivan). 
2006;96:374-6 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Luting agents 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 


M 
Magnetics 
Attaching a magnetic root coping to a fiber-reinforced post 
(Makihira and Sadamori). 2006;96:38 1-2 
Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 
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Mandible 
Application of interim fixed reference points to maintain the 
occlusal vertical dimension: a technique for immediate loading 
protocols in the edentulous mandible (Holst et al). 2006;96: 
134-8 
Efficacy of conventional and implant-supported mandibular resec- 
tion prostheses: study overview and treatment outcomes 
(Garrett et al). 2006;96:13-24 
A prosthetic treatment approach for a cherubism patient: a clinical 
report (Yilmaz et al). 2006;96:313-6 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon). 2006;96:7-12 
Mandibular advancement 
Health-related quality of life in patients with sleep-disordered 
breathing: effect of mandibular advancement appliances 
(Johal). 2006;96:298-302 
Mandibulectomy 
Efficacy of conventional and implant-supported mandibular resec- 
tion prostheses: study overview and treatment outcomes 
(Garrett et al). 2006;96:13-24 
Marginal adaptation (dentistry) 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Mastication 
Masticatory and swallowing threshold performances with conven- 
tional and implant-supported prostheses after mandibular fib- 
ula free-flap reconstruction (Roumanas et al). 2006;96:289-97 
Materials testing 
Viscoelastic behavior and fracture toughness of six glass-ionomer 
cements (Yamazaki et al). 2006;96:266-72 
Maxilla 
Accurate location of postpalatal seal area on the maxillary complete 
denture cast (Chang and Wright). 2006;96:454-5 
A functional impression technique for capturing the superior posi- 
tion of the soft palate (Jeannin and Millet). 2006;96:145-6 
Prosthodontic management of edentulous patient with limited oral 
access using implant-supported prostheses: a clinical report 
(Cheng et al). 2006;96:1-6 
Maxillectomy 
Dental implant—assisted prosthetic rehabilitation of a patient with a 
bilateral maxillectomy defect secondary to mucormycosis (Oh 
and Roumanas). 2006;96:88-95 
The evaluation of the use of a delayed surgical obturator in dentate 
maxillectomy patients by considering days elapsed prior to 
commencement of postoperative oral feeding (Park and 
Kwon). 2006;96:449-53 
Metal ceramic alloys 
Shear bond strength of metal-ceramic repair systems (dos Santos 
et al). 2006;96:165-73 
Metals 
Restoration of immediately placed implants in 3 appointments: 
from surgical placement to definitive prostheses (Ercoli et al). 
2006;96:212-8 
A technique to fabricate metal occlusal surfaces for the overlay 
removable partial denture (Lee and Oster). 2006;96:456-7 
Methacrylates 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Microstomia 
Impression procedures and construction of a sectional denture fora 
patient with microstomia: a clinical report (Geckili et al). 2006; 
96:387-90 
Prosthodontic management of edentulous patient with limited oral 
access using implant-supported prostheses: a clinical report 
(Cheng et al). 2006;96:1-6 
* 
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Microwaves 
Impact strength and fracture morphology of denture acrylic resins 
(Faot et al). 2006;96:367-73 
Molar 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
Mouth, edentulous 
Prosthodontic management of edentulous patient with limited oral 
access using implant-supported prostheses: a clinical report 
(Cheng et al). 2006;96:1-6 
Mouth neoplasms 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon). 2006;96:7-12 
Mucormycosis 
Dental implant-assisted prosthetic rehabilitation of a patient with a 
bilateral maxillectomy defect secondary to mucormycosis 
(Oh and Roumanas). 2006;96:88-95 


Oo 
Obturator 
The evaluation of the use of a delayed surgical obturator in dentate 
maxillectomy patients by considering days elapsed prior to 
commencement of postoperative oral feeding (Park and 
Kwon). 2006;96:449-53 
Obturator prosthesis 
Dental implant-assisted prosthetic rehabilitation of a patient with a 
bilateral maxillectomy defect secondary to mucormycosis 
(Oh and Roumanas). 2006;96:88-95 
Occlusal splints 
A technique to fabricate metal occlusal surfaces for the overlay 
removable partial denture (Lee and Oster). 2006;96:456-7 
Occlusion 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Occlusion, balanced 
Comparison of the occlusal vertical dimension after processing 
complete dentures made with lingualized balanced occlusion 
and conventional balanced occlusion (Basso et al). 2006;96: 
200-4 
Oral functionality 
Efficacy of conventional and implant-supported mandibular resec- 
tion prostheses: study overview and treatment outcomes 
(Garrett et al). 2006;96:13-24 
Osteonecrosis 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon). 2006;96:7-12 
Overdenture; see Denture, overlay 


P 
Palate 
Accurate location of postpalatal seal area on the maxillary complete 
denture cast (Chang and Wright). 2006;96:454-5 
Palate, soft 
A functional impression technique for capturing the superior posi- 
tion of the soft palate (Jeannin and Millet). 2006;96:145-6 
Polishing 
An evaluation of wear when enamel is opposed by various ceramic 
materials and gold (Elmaria et al). 2006;96:345-53 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics (Papanagiotou et al). 2006;96:154-64 
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Polymerization 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
Influence of acrylic resin polymerization methods and saliva on the 
adherence of four Candida species (Moura et al). 2006; 
96:205-11 
Polymers 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Pontics 
Tissue healing under provisional restorations with ovate pontics: a 
pilot human histological study (Orsini et al). 2006;96:252-7 
Porcelain 
The effects of porcelain polishing systems on the color and surface 
texture of feldspathic porcelain (Sarac et al). 2006;96:122-8 
Influence of post-etching cleaning and connecting porcelain on the 
microtensile bond strength of composite resin to feldspathic 
porcelain (Magne and Cascione ). 2006;96:354-61 
Shear bond strength of metal-ceramic repair systems (dos Santos 
et al). 2006;96:165-73 
Wear evaluation of porcelain opposing gold, composite resin, and 
enamel (Kadokawa et al). 2006;96:258-65 
Post and core technique 
Attaching a magnetic root coping to a fiber-reinforced post 
(Makihira and Sadamori). 2006;96:38 1-2 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Treatment concepts for restoration of endodontically treated teeth: 
a nationwide survey of dentists in Germany (Naumann et al). 
2006;96:332-8 
Post-etching cleaning 
Influence of post-etching cleaning and connecting porcelain on the 
microtensile bond strength of composite resin to feldspathic 
porcelain (Magne and Cascione ). 2006;96:354-61 
Potassium compounds 
The effects of porcelain polishing systems on the color and surface 
texture of feldspathic porcelain (Sarac et al). 2006;96:122-8 
Prosthesis fitting 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Prosthodontics 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon). 2006;96:7-12 
Provisional restoration; see Restoration, temporary 


Q 


Quality of life 
Health-related quality of life in patients with sleep-disordered 
breathing: effect of mandibular advancement appliances 
(Johal). 2006;96:298-302 


R 
Radiographic template 
Use of a provisional restoration as a radiographic guide prior to 
implant placement (Rosner et al). 2006;96:303-4 


| 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Radiotherapy 
Prosthodontic treatment during active osteonecrosis related to 
radiation and bisphosphonate therapy: a clinical report 
(Marunick and Gordon ). 2006;96:7-12 
Rapid prototyping 
Use of CAD/CAM technology to fabricate a removable partial 
denture framework (Williams et al). 2006;96:96-9 
Readers’ round table 
Letters. 2006;96:149 
Reconstruction 
Masticatory and swallowing threshold performances with conven- 
tional and implant-supported prostheses after mandibular fibula 
free-flap reconstruction (Roumanas ct al). 2006;96:289-97 
Regenerative therapy 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Rehabilitation 
Dental implant-assisted prosthetic rehabilitation of a patient with 
a bilateral maxillectomy defect secondary to mucormycosis 
(Oh and Roumanas). 2006;96:88-95 
Removable partial denture; see Denture, partial, removable 
Resins 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
Effect of temperature on unpolymerized resin film thickness 
(Blalock et al). 2006;96:424-32 
Fabrication of a duplicate denture using visible light-polymerized 
resin as an interim denture base (Gorman and O’Sullivan ). 
2006;96:374-6 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 
Physical properties of anew denture lining material containing a flu- 
oroalkyl methacrylate polymer ( Hayakawa et al). 2006;96:53-8 
Restoration, permanent 
An overview of treatment considerations for esthetic restorations: a 
review of the literature (Sadowsky ). 2006;96:433-42 
Restoration, temporary 
Bond strength between root dentin and three glass-fiber post 
systems ( Kalkan et al). 2006;96:41-6 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96:418-23 
Tissue healing under provisional restorations with ovate pontics: a 
pilot human histological study (Orsini et al). 2006;96:252-7 
Transferring anterior guidance for the fixed complete denture 
(Siadat and Alikhasi). 2006;96:68-9 
Treatment concepts for restoration of endodontically treated teeth: 
a nationwide survey of dentists in Germany (Naumann et al). 
2006;96:332-8 
Use of a provisional restoration as a radiographic guide prior to 
implant placement (Rosner et al). 2006;96:303-4 


Complications associated with fixed partial dentures with a loose 
retainer (Curtis et al). 2006;96:245-51 
Retention 
Accurate location of postpalatal seal area on the maxillary complete 
denture cast (Chang and Wright). 2006;96:454-5 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 


SUBJECT INDEX 


Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 


Saliva 
Influence of acrylic resin polymerization methods and saliva on the 
adherence of four Candida species (Moura et al). 2006;96: 
205-11 
Shade 
Comparison of the shade matching ability of dental students using 
two light sources (Curd et al). 2006;96:391-6 
Effect of esthetic core shades on the final color of IPS Empress 
all-ceramic crowns (Azer et al). 2006;96:397-401 
Influence of illuminants on the color distribution of shade guides 
(Park et al). 2006;96:402-11 
Shear strength 
Shear bond strength of metal-ceramic repair systems (dos Santos 
et al). 2006;96:165-73 
Sleep apnea syndromes 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Health-related quality of life in patients with sleep-disordered 
breathing: effect of mandibular advancement appliances 
(Johal). 2006;96:298-302 
Soft palate; see Palate, soft 
Soft tissue 
The fabrication and use of an extraoral surgical guide for implant 
placement coincident with soft tissue matrix expansion grafts: 
a clinical report (Kudyba et al). 2006;96:227-32 
Soldering 
Physical and metallurgical considerations of failures of soldered 
bars in bar attachment systems for implant overdentures: a 
review of the literature (Waddell et al). 2006;96:283-8 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 
Splints 
A solid bar splint for open-tray implant impression technique 
(Chang and Wright). 2006;96:143-4 
Stress, mechanical 
Influence of thermal and mechanical stresses on the strength of 
intact and relined denture bases (Seo et al). 2006;96:59-67 
Students, dental 
Comparison of the shade matching ability of dental students using 
two light sources (Curd et al). 2006;96:391-6 
Surface properties 
The effect of polishing techniques on the surface roughness 
and color change of composite resins (Sarac et al). 2006;96: 
33-40 
Effect of temperature on unpolymerized resin film thickness 
(Blalock et al). 2006;96:424-32 
The effects of porcelain polishing systems on the color and 
surface texture of feldspathic porcelain (Sarac et al). 2006;96: 
122-8 
Physical properties of a new denture lining material containing a 
fluoroalkyl methacrylate polymer (Hayakawa et al). 2006;96: 
53-8 
Surface treatment 
Influence of ceramic surface conditioning and resin cements on 
microtensile bond strength to a glass ceramic (Proenca et al). 
2006;96:412-7 


Full-body impression technique for conjoined twins: a clinical 
report (Engelmeier et al). 2006;96:317-21 
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Masticatory and swallowing threshold performances with con- 
ventional and implant-supported prostheses after mandibular 
fibula free-flap reconstruction (Roumanas et al). 2006;96: 
289-97 

Surgical guide 

The fabrication and use of an extraoral surgical guide for implant 
placement coincident with soft tissue matrix expansion grafts: 
a clinical report (Kudyba et al). 2006;96:227-32 

Asurgical guide for dental implant placement in edentulous poste- 
rior regions (Atsu). 2006;96:129-33 


T 
Temperature 
Comparison of temperature increase in the pulp chamber during 
the polymerization of materials used for the direct fabrication 
of provisional restorations (Michalakis et al). 2006;96: 
418-23 
Effect of temperature on unpolymerized resin film thickness 
(Blalock et al). 2006;96:424-32 
Increases in intrapulpal temperature during polymerization of 
composite resin (Martins et al). 2006;96:328-31 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability 
of Y-TZP dental ceramics (Papanagiotou et al). 2006;96: 
154-64 
Temporomandibular joint 
Annual review of selected dental literature: report of the Commit- 
tee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Tensile strength 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 
Thermal cycling 
Influence of thermal and mechanical stresses on the strength of 
intact and relined denture bases (Seo et al). 2006;96:59-67 
Tissue expansion 
The fabrication and use of an extraoral surgical guide for implant 
placement coincident with soft tissue matrix expansion grafts: 
a clinical report (Kudyba et al). 2006;96:227-32 
Titanium 
Evaluation of welded titanium joints used with cantilevered 
implant-supported prostheses (Hart and Wilson). 2006;96: 
25-32 
Marginal accuracy of titanium copings fabricated by casting and 
CAD/CAM techniques (Witkowski et al). 2006;96:47-52 
Tooth color 
An overview of treatment considerations for esthetic restorations: a 
review of the literature (Sadowsky }. 2006;96:433-42 
Tooth preparation 
Annual review of selected dental literature: report of the Committee 
on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 2006;96:174-99 
Tooth root 
Composite resin root coping with a keeper for magnetic attach- 
ment for replacing the missing coronal portion of a removable 
partial denture abutment (Maeda et al). 2006;96:139-42 
Fracture resistance of weakened roots restored with a transillumi- 
nating post and adhesive restorative materials (Goncalves 
et al). 2006;96:339-44 
Twins, conjoined 
Full-body impression technique for conjoined twins: a clinical re- 
port (Engelmeier et ai). 2006;96:317-21 
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U 
Ultraviolet rays 
Influence of the amount of UV component in daylight simulator 
on the color of dental composite resins (Lu et al). 2006;96: 
322-7 


Vv 
Veneers 
Prosthodontic treatment of a patient with hemimandibular clonga- 
tion: a clinical report (Sakar et al). 2006;96:150-3 
Vertical dimension 
Application of interim fixed reference points to maintain the occlu- 
sal vertical dimension: a technique for immediate loading pro- 
tocols in the edentulous mandible ( Holst et al). 2006;96:134-8 
Clinical assessment of vertical dimension (Turrell). 2006;96:79-83 
(Classic article ) 
Comparison of the occlusal vertical dimension after processing 
complete dentures made with lingualized balanced occlusion 
and conventional balanced occlusion (Basso et al). 2006;96: 
200-4 
A technique to fabricate metal occlusal surfaces for the overlay 
removable partial denture (Lee and Oster). 2006;96:456-7 
Viscosity 
Viscoelastic behavior and fracture toughness of six glass-ionomer 
cements (Yamazaki et al). 2006;96:266-72 


Water 
Water quality impact on setting of irreversible hydrocolloid impres- 
sion materials (Bradna and Cerna). 2006;96:443-8 
Wear 
An evaluation of wear when enamel is opposed by various ceramic 
materials and gold (Elmaria et al). 2006;96:345-53 
Wear evaluation of porcelain opposing gold, composite resin, and 
enamel ( Kadokawa et al). 2006;96:258-65 
Welding 
Tensile strength and corrosion resistance of brazed and laser- 
welded cobalt-chromium alloy joints (Zupancic et al). 2006; 
96:273-82 


Y 
Yttrium 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics ( Papanagiotou et al). 2006;96:154-64 
Y-TZP ceramic; see Yttrium; Zirconium 


Z 
Zinc oxide eugenol cement 
An alternative impression technique for implant-retained overden- 
tures (Uludag and Celik). 2006;96:377-8 
Zirconium 
The efficacy of posterior three-unit zirconium-oxide—based ce- 
ramic fixed partial dental prostheses: a prospective clinical pilot 
study (Raigrodski et al). 2006;96:237-44 
Retention of zirconium oxide ceramic crowns with three types of 
cement (Palacios et al). 2006;96:104-14 
In vitro evaluation of low-temperature aging effects and finishing 
procedures on the flexural strength and structural stability of 
Y-TZP dental ceramics (Papanagiotou et al). 2006;96:154-64 
Zirconium oxide; see Zirconium 
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